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NOTE FOR: Executive Director 

FROM: DDA 


SUBJECT: 1987 Space Problem 

REFERENCE: Note for DDA £m ExDir dtd 17 Jun 85, Same Subject 


Jim : 


STAT 


STAT 


1. Your restatement of the general 1987 space problem is 
correct. Since the briefing charts were made, some details 
have changed because Central Cover Staff, D irectorate of 
Operations (DO), has decided not to move to| 

thus, they should be removed from the list of candidates for 
Headquarters backfill. Information Management Staff, DO, 
however, will have at least 15,000 square feet of external 
space in 1987 and should be considered. 

2. Also, we should not oversubscribe the available space 
at Headquarters at this stage because we are dealing with 1985 
square footage figures and must allow some slack for fit up and 
growth problems. 

A suggested revision to your list is: 

OIA 42,000 

OGI 10,000 

I I 5.900 

IMS 15,000 

OGC 13,200 

Total 86,100 sq. ft., plus 8 percent (6,900 sq. ft.) 

equals 93,000 sq. ft. 

If the 6,900 sq. ft. is not needed for planning 
contingency, assign it to IG/Audit. 

3. Please call if you wish to discuss my comments. 


STAT 
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17 June 1985 


i -Qg 


MOTE FOR: DDA 


FROM: Executive Director 


Harry: 


On the basis o£ Mahoney's briefing of ae a couple of months ago^ and the 
back and forth with him regarding the space problem, I now understand the 
problem to be 533,000 sg. ft. (The 190,000 sg. ft. for ICS, 0TB, FBIS, OP and 
OMS plus 154,000 sg. ft. fo r the Headguarters ’backfill' offices including 
Audit Staff, OGC, 01A| | ^ etc., plus 78,000 sg. ft. plus 81,000 sg. ft. plus 

30.000 sg. ft. identifi^ed in your various graphics.) 

To solve this 533,000 sg. ft. problem: 93,000 sg. ft. is available as 
Headguarters backfill, 144,000 sg. ft. is available at Page, and 296,000 sg. 
ft. must be found (or we must decide to keep some existing space). 

The following represents one man's sense of what we ought to do with the 

93.000 sg. ft. of Headguarters building space: 


OIA 

42,000 sg. ft. 

OGI 

10,000 sg. ft. 

SE/DDO 

4,000 sg. ft. 


5,900 sg. ft. 

CCS 

14,700 sg. ft. 

OGC 

13,200 sg. ft. 

IG/Audit Staff 5,600 sg. ft. 


This adds up to 95,400 sg. ft. (He'll have to sgueeze just a little bit.) 
I'd appreciate your reaction and views on all this. 

Thanks, 
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